USDA 



United States Depanment of Agriculture 
Animal and Plant HaaHh liispeclion Siarvica 132420(1774 insfiju 

Inspection Report 


Cajar co«« Feina Pa* inc 

Customer ID: 6143 


Certificate; 43-C-0t13 


Site; 001 


Cedaf CcNa Faina Pari< inc 

3763 K-63 RWY 

Type; ROJTINE INSPECTION 

LOUISBURC, KS 66053 

Dale; 10 March 2014 


Mo rtcin-compliant items ideniHied during this inspection. 
Exit interview conducted with facility representatiue. 


AMANDA OWENS, D.V.M. 


By; 

AM AN DA J OWENS, D. V. M, USDA, APH IS, Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 6033 
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